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FOREWORD 


‘this index continues the program of periodically indexing all papers and special announcements 
published in the Journal in one convenient location. This is the eighth comprehensive index to be published 
and carries through volume XCIV, 1980. 


The Subject Index contains a classification of papers, topical discussions, reports of technical commit- 
tees and specifications and standards of water works materials, equipment and structures. Cross references 
are limited to topics rather than papers. A few papers are classified as "Miscellaneous." 


The Author Index lists all papers published under an author's name, long and obscure titles being 
reworded. 


Proceedings of meetings including reports of officers and standing non-technical committees, book 
reviews, and presidential addresses, unless confined to a specific technical subject, are not indexed since they 
appear regularly in each volume. 


Each volume of the Journal consists of four issues which are published over one calendar year. All pages 
are numbered consecutively for the four issues in each volume. In the Subject Index a paper can be located 
by referring to the broad subject category which best identifies its content. The author's name will be shown 
followed by the volume number in Roman numerals, the page number in Arabic numbers and the year of 
publication. The Author Index lists all papers written by or contributed to by each author. If other authors 
collaborated in the writing of the paper, they are listed in bold type. The volume number is in Roman numerals 
followed by the page number in Azabic numbers and the year of publication. 


This Index was compiled by members John J. Collins, Jr. and Alexander Minkus and both of these 
gentlemen deserve the thanks of the Association for their dedicated effort. 


Robert A. McCracken 
Editor, Journal NEWWA 
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SUBJECT INDEX 


ANALYSIS 

A simplified system for the identification of entero- 
bacteriaceae in potable water -- a supplement to 
the coliform test. (J.K. Reilly and J.F. Kippen) 
LXXXIX 337, 1975. 

Detection and measurement of microorganics in 
drinking water. (A.E. Sylvia) LXXXVII 183, 
1973. 

Drinking water supplies. (A.E. Sylvia, J.D. Miller, 
and W.S. Baxter) XCII 30, 1978. 

Encapsulated coliform -- chlorine resistant. (J.K. 
Reilly and J.F. Kippen) XCIV 24, 1980. 

Evaluation and control of filter aids using interface 
turbidity monitoring. (R.H. Harris) LXXXV 
209, 1971. 

Neutralization effect of anionic and cationic surfac- 
tants. (L.K. Wang and D.F. Langley) LXXXX 
354, 1976. 

Preliminary investigations into the presence of ha- 
loforms in Massachusetts drinking water sup- 
plies. (A.E. Sylvia, J.D. Miller and W.S. 
Baxter) XCII 30, 1978. 

Rapid colorometric analyses of cationic and anionic 
surfactants. (L.K. Wang and D.F. Langley) 
LXXXIX 301, 1975. 

Sampling techniques in the distribution system. 
(A.R. Castorina) XCII 329, 1978. 

The increase in chlorides experienced in Massa- 
chusetts water supplies. (G.J. Coogan) 
LXXXV 173, 1971. 

ACTIVATED CARBON. See CHEMICALS and 
TREATMENT. 

AERATION. See TREATMENT. 

ALGAE. See RESERVOIRS. 

An algae bloom in the Connecticut River. (E.A. 
Snow, Jr.) LXXXV 243, 1971. 

Changing community structure of phytoplankton in 
oligothropic waters of Quabbin Reservoir. 
(P.A. Erickson and E.M. Clausen) LXXXIX 16, 
1975. 

Chemical control of aquatic growths in water supply 
reservoirs. (E.L. Tyler) LXXXIX 281, 1975. 

Control of algae by mixing. (HJ. Tumer, R.E. 
Towne and T.P. Frost) LXXXVI 267, 1972. 


Primary productivity in the oligothropic waters of 
Quabbin Reservoir. (P.A. Erickson and G. 
Camougis) LXXXVIII 253, 1974. 

ACCOUNTING RECORDS 

Accounting for unaccounted water. (L.M. Benev- 
elli) XCII 258, 1978. 

Allocation of cost based on water use pattems. (H.J. 
Graeser and R.F. Banker XCIII 325, 1979. 

Automated billing for water departments as applied 
by the Metropolitan District Water Bureau, 
Hartford, CT. (J.L. Hickey) LXXXV 285, 
1971. 

Developing a program budget for the Town of 
Danvers, MA. (P.J. Gartland and A.J. Torrisi) 
XCI 314, 1977. 

APPRAISALS. See FINANCING. 
AQUEDUCTS, CONDUITS, TUNNELS 

Dorchester tunnel of the Metropolitan Boston Water 
System. (F.T. Bergin and T.J. Medowski), 
LXXXV 309 1971. 

Problems encountered dewatering the Quabbin 
Aqueduct for the inspection of 72-inch Dow 
valves. (O.G. Guerrini) LXXXIX 271, 1975. 

ARCHITECTURE AND LANDSCAPING. See DE- 
SCRIPTIONS. 

ASSESSMENTS. See FINANCING. 

BACTERIOLOGY. See ANALYSIS, QUALITY. 

CATHODIC PROTECTION. See CORROSION. 

CEMENT LINED PIPE. See PIPE. 

CHEMICALS. See ANALYSIS, QUALITY, TREAT- 
MENT. 

Activated carbon in the treatment plant. (A.E. 
Sylvia) LXXXIX 29, 1975. 

A potential organic disinfectant for water purifica- 
tion. (C.K. Wang and G.G. Peery) LXXXIX 
250, 1975. 

Asbestos and health. (F.B. Taylor) LXXXVIII 335, 
1974. 

Asbestos in drinking water. (H.E. Sargent) 
LXXXVIII 44, 1974. 

Asbestos in drinking water. (J.C. Jackson) 
LXXXVIII 342, 1974. 

Chemical control of aquatic growths in water supply 
reservoirs. (E.L. Tyler) LXXXIX 281, 1975. 
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Committee report: Fluorides, XCII 197, 1978. 

Committee report: Filtering Materials and Activated 
Carbon, XCII 199, 1978. 

Committee report: Standards for Taste and Odor 
Control Chemicals, XCIII 103, 1979. 

Detection and measurement of microorganics in 
drinking water. (A.E. Sylvia) LXXXVII 183, 
1973. 

Effects of deicing chemicals upon ground and sur- 
face waters. (L.C. Stevens, Jr.) LXXXVII 1, 
1973. 

Environmental pollution from highway icing com- 
pounds. (F.E. Hutchinson) XCIII 127, 1979. 

Evaluation and performance of polymers in Manch- 
ester, N.H. (R. Beaurivage) XCIII 157, 1979. 

Everything you always wanted to know about deter- 
gents but were afraid to ask. (R.C. Singer) 
LXXXVI 213, 1972. 

Experiences with the use of cationic polyelectrolytes 
as prime coagulants. (T.W. Knowlton and J.K. 
Reilly) LXXXVIII 219, 1974. 

Fluoridation - the Vermont experience. (T.N. 
Neiman) LXXXX 234, 1976. 

Generation and application of ozone in water treat- 
ment facilities. (H.M. Rosen) LXXXVIII 168, 
1974. 

Granular bimetallic glassy phosphate a versatile post 
filtration treatment. (C.T. Flynn) LXXXX 270, 
1976. 

Is there a basic problem with chlorination? (C.D. 
Larson) LXXXIX 225, 1975. 

Lead and other trace metals in drinking water in the 
Boston metropolitan area. (P.C. Karalekas, Jr., 
G.F. Graun, A.F. Hammonds, C.R. Ryan, D.J. 
Worth) LXXXX 150, 1976. 

Lead in Boston water: its cause and prevention. (J.E. 
O'Brien) LXXXX 173, 1976. 

Life expectancy of granular activated carbon. (A.E. 
Sylvia and J.E. O'Brien) LXXXX 213, 1976. 

Manganese in drinking water in Rhode Island. (J.V. 
Hagopian) LXXXIX 101, 1975. 

Mercury and other heavy metals in water supplies. 
(LL. Newell) LXXXV 289, 1971. 

Neutralization effect of anionic and cationic surfac- 
tants. (L.K. Wang and D.F. Langley) LXXXX 
354, 1976. 

Ozone disinfection pilot plant studies. (R.A. Morin, 
J.W. Keller, T.J. Schaffernoth, and D.R. 
Paquette) LXXXIX 206, 1975. 

Phosphates and the environment. (J.C. Collins) 
LXXXVI 209, 1972. 

Practical application of on-site generation of chlo- 
rine for public water supplies. (S.J. Medlar and 
O.E. Poirier) LXXXIX 172, 1975. 


Preliminary investigations into the presence of ha- 
loforms in Massachusetts drinking water sup- 
plies. (A.E. Sylvia, J.D. Miller, W.S. Baxter) 
XCII 30, 1978. 

Rapid colormetric analyses of cationic and anionic 
surfactants. (L.K. Wang and D.F. Langley) 
LXXXIX 301, 1975. 

Recent developments in chlorination practice. (C.D. 
Larson, O.T. Love, J.M. Symons) XCI 260, 
1977. 

Results of a voluntary program for reducing chloro- 
form levels in the Manchester, NH water sys- 
tem. (D. Kittredge) XCIII 234, 1979. 

Statements regarding phosphates by states of New 
York, Rhode Island and Vermont. LXXXVI 
226, 1972. 

The economics of carbon regeneration - the state of 
the art. (D. Kittredge) XCTIV 1, 1980. 

The increase in chlorides experienced in Massachu- 
setts water supplies. (G.J. Coogan) LXXXV 
173, 1971. 

The life expectancy of granular activated carbon at 
the Danvers, MA water treatment plant. (D.A. 
Bancroft) XCIII 247, 1974. 

Uses of powdered and granular activated carbon in 
water treatment. (E.R. Pershe and J. Goss) 
XCIII 254, 1979. 

Woonsocket, RI seeks solution to alum sludge dis- 
posal problem. (J. Goss) LXXXX 191, 1976. 

CHLORINATION. See TREATMENT. 
COAGULATION. See TREATMENT. 
CONDUITS. See AQUEDUCTS. 
CONSERVATION. See SUPPLY. 
CONSTRUCTION. See DESCRIPTIONS. 
CONSUMPTION. 

Availability of water and community development. 
(A.E. Driscoll) XCI 295, 1977. 

Town of Arlington, MA annual water leakage survey 
and report on reduction of per capita consump- 
tion. (R.A. Quellette) XCIV 55, 1980. 

Water conservation techniques and experiences. 
(J.P. Sullivan, Jr.) XCIV 52, 1980. 

Water use pattem in a Canadian household. (T. 
Viraraghavan) LXXXX 42, 1976. 

CORROSION AND ELECTROLYSIS 

Alternative methods for controlling the corrosion of 
lead pipe. (P.C. Karalekas, Jr.,C.R. Ryan, C.D. 
Larson, F.B. Taylor) XCII 159, 1978. 

External corrosion control-pipelines. 
Sudrabin) LXXXIX 362, 1975. 

Granular bimetallic glassy phosphate, a versatile 
post filtration treatment. (C.T. Flynn) LXXXX 
270, 1976. 
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Lead in Boston water: its cause and prevention. (J.E. 
O’Brien) LXXXX 173, 1976. 
Variables affecting the corrosion of copper tubing. 
(LL. Newell) XCIII 176, 1979. 
COSTS. See FINANCING. 
Allocation of cost based on water use patterns. (H.J. 
Graeser and R.F. Banker) XCIII 325, 1979. 
Analysis + efficiency = power savings. (W.S. How- 
ard) LXXXX 255, 1976. 
Energy - its effect on the New England economy and 
you. (E.J. King) XCII 117, 1978. 
Energy management in the water works industry. (D. 
Brailey and A. Jacobs) XCIV 216, 1980. 
Have you placed an order lately? (Panel discussion 
by L.H. White, J.R. Fibelman, A.L. Lash, Jr., 
B.P. Eaton, J.J. McCarthy and D.M. Erikson) 
LXXXVIII 197, 1974. 
Inflation and its effect on the water utility business. 
(W.C. Stewart) XCIII 317, 1979. 
Is a good day’s work a thing of the past? (Panel 
discussion by J.J. Matera, M.H. McTernan, P. 
Burdan, C.L. Ahlgren and P.T. Bradford) 
LXXXVIII 262, 1974. 
Maine Public Utility Commission - Remarks. (R.H. 
Gelder) XCIII 196, 1979. 
COSTS 
The economics of carbon regeneration - state of the 
art. (D. Kittredge) XCIV 1, 1980. 
Town of Arlington, MA annual water leakage survey 
and report on reduction of per capita consump- 
tion. (R.A. Quellette) XCIV 55, 1980. 
Utility. coordinating for municipalities. (S.L. 
Dupuis) LXXXVIII 188, 1974. 
Utility regulations for the future. (J.W. Winters, Sr.) 
XCIV 193, 1980. 
CROSS-CONNECTIONS. See DISTRIBUTION, 
PLUMBING, SERVICES. 
DAMS 
Geotechnical observations of existing dams. (M.L. 
Larson) XCII 50, 1978. 
DEPRECIATION. See FINANCING. 
DESCRIPTION 
Arlington, MA 
Town of Arlington, MA annual water leakage survey 
and report on reduction of per capita consump- 
tion. (R.A. Ouellette) XCIV 55, 1980. 
Attleboro, MA 
Comprehensive analysis of the Attleboro water sys- 
tem using computer techniques. (S.J. Medlar) 
LXXXV 259, 1971. 
Bath, ME 
The Bath story - new Kennebec River subaqueous 
water main. (C.S. Mansfield) LXXXVII 8, 
1973. 


Bay Park, Long Island, NY 

Experimental injection of tertiary treated sewage in 
a deep well at Bay Park - a summary of early 
results. (J. Vecchioli) LXXXVI 87, 1972. 

Biddeford-Saco, ME 

40-year old water treatment plant supplies present 
and future demands. (C.S. Mansfield, Jr.) 
LXXXX 278, 1976. 

Boston, MA 

Dorchester tunnel of the metropolitan Boston water 
system. (F.T. Bergin and T.J. Medowski) 
LXXXV 309, 1971. 

Lead and other trace metals in drinking water in the 
Boston metropolitan area. (P.C. Karalekas, Jr, 
G.F. Graun, A.F. Hammonds, C.R. Ryan and 
DJ. Worth) LXXXX 150, 1976. 

Lead in Boston: its cause and prevention. (J.E. 
O’Brien) LXXXX 173, 1976. 

Management expectations for the 1980's. (J.P. Sul- 
livan, Jr.) XCIV 207, 1980. 

Problems encountered dewatering the Quabbin 
Aqueduct for the inspection of 72-inch Dow 
valves. (O.G, Guerrini) LXXXIX 271, 1975. 

Twocenturies of water supply planning and develop- 
ment for metropolitan Boston. (J.J. Matera) 
XCI1 218, 1977. 

Water conservation techniques and experiences. 
(J.P. Sullivan, Jr.) XCIV 52, 1980. 

Bridgeport, CT 

Pilot plant studied for upland water supplies. (E.A. 
Bryant) XCII 22, 1978. 

The future of private water companies - cloudy or 
clear? (R.H. Reinert) XCII 249, 1978. 

Brockton, MA 

Brockton solves its water problems. (A.A. Higgins 
and J.E. Heney) LXXXV 115, 1971. 

Canton, MA 

Impact of ecological requirements on public 
construction. (P.L. Pattison) LXXXVII 321, 
1973. 

Chelsea, MA 

Experiences of a disaster - the 1973 Chelsea fire. 
(M.F. Johnson) LXXXVIII 248, 1974. 

Concord, MA 

To cover a reservoir. (T.S. Worthley) LXXXIX 195, 
1975. 

Danvers, MA 

Adsorptive destabilization at the Danvers water 
processing plant. (P.G. Fischer, Jr.) XCII 279, 
1978. 

Design and construction of the Danvers, MA water 
processing plant. (S. Medlar) XCII 142, 1978. 

Developing a program budget for the town of 
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Danvers, MA. (P.J. Gartland and A.J. Torrisi) 
XCI 314, 1977. 

Life expectancy of granular activated carbon at the 
Danvers, MA water treatment plant. (D.A. 
Bancroft) XCIII 247, 1979. 

Dedham, MA 

Management for the 1980's - dare to reach out. (P. 
Burdan) XCIV 210, 1980. 

Manpower - using the three Rs in the small water 
utility. (R.F. Wieners) LXXXVI 237, 1972. 

Dorchester, MA 

Dorchester tunnel of the metropolitan Boston water 
system. (F.T. Bergin and T.J. Medowski) 
LXXXV 309, 1971. 

East Providence, RI 

Our water problems and solutions. (O.B. Devine) 
LXXXVI 48, 1972. 

Hartford, CT 

Automated billing for water departments as applied 
by the Metropolitan District Water Bureau, 
Hartford, CT. (J.L. Hickey) LXXXV 285, 1971. 

Design features of the water treatment plant at Res- 
ervoir Six. (H.A. Phillips and PJ. Revill) 
LXXXVII 22, 1973. 

Emergency procedures. (T.J. Marcello) XCII 317, 
1978. 

Personnel procurement - The Metropolitan District. 
(D.W. Andrews) LXXXVI 229, 1972. 

Start-up and operation of water treatment plant at 
Reservoir Six. (J.G. Lizzi) LXXXVII 36, 1973. 

Water meter reading by property owners. (J.J. 
Galvin) LXXXX 209, 1976. 

Water system security. (T.C. Coogan, V.C. Gedney 
and A.W. Rollins) LXXXVII 257, 1973. 

Welcome, (G.U. Gustafson) LXXXVII 19, 1973. 

Laconia, NH 

Factors in determining water rates not subject to 
public utility commission approval. (R.A. 
Morin) LXXXVIII 360, 1974. 

Ozone disinfection pilot plant studies. (R.A. Morin, 
J.W. Keller, T.J. Schaffernoth and D.R. 
Paquette) LXXXIX 206, 1975. 

The Weirs water treatment plant Laconia Water- 
works, Laconia, NH. (R.A. Morin) LXXXVII 
162, 1973. 

Lake Placid, NY 

The use of variable speed pumps in lieu of storage - 
Lake Placid, NY. (J.W. Keller) LXXXX 100, 
1976. 

Lawrence, MA 

Construction and development of slow sand filters at 
Lawrence, MA. (W.J. McCarthy) LXXXIX 36, 
1975. 

Lebanon, NH 


Oil spills at Lebanon, NH. (D. Collins) LXXXV 157, 
1971. 

Manchester, CT 

Report on the contamination of a potable water in a 
distribution system. (F.T. Jodiatis, R.J. Young, 
and M. O’Geen) XCIII 13, 1979. 

Manchester, NH 

Development and operation of the Manchester water 
treatment plant. (D. Kittredge) LXXXX 28, 
1976. 

Evaluation and performance of flocculators in 
Manchester, NH. (D. Paris) XCIII 168, 1979. 

Evaluation and performance of polymers in Manch- 
ester, NH. (R. Beaurivage) XCIII 157, 1979. 

Manchester, NH water system. (D. Kittredge) XCII 
234, 1979. 

Practical application of on-site generation of chlo- 
rine for public water supplies. (S.J. Medlar and 
O.E. Poirier) LXXXIX 172, 1975. 

Results of a voluntary program for reducing chloro- 
form levels inthe Manchester water system. (D. 
Kittredge) XCIII 234, 1979. 

The economics of carbon regeneration - the state of 
the art. (D. Kittredge) XCIV 1, 1980. 

Utility coordinating for municipalities. (S.L. 
Dupuis) LXXXVIII 188, 1974. 

New Bedford, MA 

Improvements to New Bedford’s water supply. (E.E. 
Begin and R.D.G. Monk) LXXXIX 145, 1975. 

New Haven, CT 

Evaluation of settling basin performance. (E.R. 
Coppock, Il) XCI 143, 1977. 

Watershed management. (O.E. Schaeffer) XCIV 
281, 1980. 

Newport, RI 

Water system of Newport, RI and its recent improve- 
ments. (P.V. Janjigian) LXXXVII 41, 1973. 

Newton, MA 

Water system security. (T.C. Coogan, V.C. Gedney 
and A.W. Rollins) LXXXVII 257, 1973. 

North Sutton, NH 

Control of algae by mixing. (H.J. Turner, R.E. 
Towne and T.P. Frost) LXXXVI 267, 1972. 

Norwich, CT 

A recent experience with the complete mixing of an 
impounding reservoir. (R.H. Babcock) 
LXXXX 134, 1976. 

Norwich University - Northfield, VT 

Environmental technology at Norwich University. 
(G.R. Pyper) LXXXVIII 32, 1974. 

Norwood and Needham, MA 

Availability of water and community development. 
(A.E. Driscoll) XCI 295, 1977. 

Peabody, MA 
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A simplified system for the identification of entero- 
bacteriaceae in potable water - a supplement to 
the coliform test. (J.K. Reilly and J.F. Kippen) 
LXXXIX 172, 1975. 

Plymouth, MA 

350 years of pilgrim’s progress - the Plymouth water 
system. (F.A. Farinacci, J.E. Holmes and J.J. 
Powers)XCI 185, 1977. 

Portland, ME 

Pipeline insertion under the sea. (D.E. Wyman) 
LXXXIX 233, 1975. 

Portland Water District’s experience with a 
cross-connection survey. (R.P. Grady) LXXXV 
234, 1971. 

The effect of recreational use on the quality of 
Sebago Lake water. (R.P. Grady) LXXXVI 104, 
1972. 

The horizontal conduit drill as an alternative ap- 
proach to residential service installation. (J.P. 
Nixon) XCI 119, 1977. 

Providence, RI 

Construction of pumping and transmission facilities 
for the city of Providence. (A.B. Schwartz) 
LXXXVI 43, 1972. 

Design of pumping and transmission facilities for the 
city of Providence. (P.T. Carver) LXXXVI 30, 
1972. 

Provincetown, MA 

Water rate structure Provincetown, MA. (W.A. 
Perkins) XCI 40, 1977. 

Rockville, CT 

Design of filtration plant for Rockville, CT. (A. 
Gammon) LXXXVIII 19, 1974. 

Inspection of new treatment facilities - The 
Rockville Water and Aqueduct Company. 
(W.N. MacKenzie) LXXXVIII 1, 1974. 

Start-up and operation of the Rockville water treat- 
ment plant. (J.R. McQueen) LXXXVIII 25, 
1974. 

Variables affecting the corrosion of copper tubing. 
(LL. Newell) XCIII 176, 1979. 

Salem-Beverly, MA 

A simplified system for the identification of entero- 
bacteriaceae in potable water - a supplement to 
the coliform test. (J.K. Reilly and J.F. Kippen) 
LXXXIX 172, 1975. 

Encapsulated coliform - chlorine resistant. (J.K. 
Reilly and J.F. Kippen) XCTV 24, 1980. 

Experiences with the use of cationic polyelectrolytes 
as prime coagulants. (T.W. Knowlton and J.K. 
Reilly) LXXXVIII 219, 1974. 

Springfield, MA 

Improvements to the West Parish filters, Spring- 
field. (G.E. Sweeney and P.W. Prendiville) 


LXXXVI 254, 1972. 

Operational experiences of the Springfield direct 
filtration plant. (J.P. Lynch and J.C. Thompson) 
XCII 3, 1979. 

The development of rapid sand filters for Spring- 
field, MA. (G.E. Sweeney) XCIII 1, 1979. 

Springfield, VT 

Waterworks improvements - Springfield, VT. (G.R. 
Allan) LXXXVII 115, 1973. 

University of Maine 

Radon-222 in potable water supplies in New Eng- 
land. (C.T. Hess, S.A. Norton, W.F. Brutsaert, 
R.E. Casparius, E.G. Coombs and A.L. Hess) 
XCTIV 113, 1980. 

University of New Hampshire 

Water system security. (T.C. Coogan, V.C. Gedney 
and A.W. Rollins) LXXXVII 257, 1973. 

Weymouth, MA 

Modernization and expansion of a 30-year old treat- 
ment plant. (S.L. Bishop) LXXXV 10, 1971. 

Woonsocket, RI 

Woonsocket seeks solution to alum sludge disposal 
problem. (J. Goss) LXXXX 191, 1976. 

DESCRIPTION - FOREIGN 

A brief incursion into Montreal waterworks history. 
(A Giannetti) XCI 208, 1977. 

Engineering of waterworks projects in the Province 
of Quebec. (P.M. Arsenault) LXXXVI 244, 
1972. 

Pumping plant, Little, England. (J.D. Jenkins) XCII 
217, 1978. 

Three unusual service reservoirs. (London) (R. Tat- 
tersall) LXXX VIII 281, 1974. 

Water treatment plant City of Quebec, Canada. (V. 
Paquet) LXXXIX Ill, 1975. 

Water use pattern in a Canadian household. (T. 
Viraraghavan) LXXXX 42, 1976. 

DISCHARGE MEASUREMENT. See HYDRAU- 
LICS. 
DISTRIBUTION 

Accounting for unaccounted water. (L.M. Benevelli) 
XCII 258, 1978. 

Allocation of cost based on water use pattems. (H.J. 
Graeser and R.F. Banker) XCIII 325, 1979. 

A review of water quality problems caused by vari- 
ous open distribution storage reservoirs. (J.J. 
Morra) XCIV 316, 1980. 

Comprehensive analysis of the Attleboro water sys- 
tem using computer techniques. (S.J. Medlar) 
LXXXV 259, 1971. 

Cross-connection control - a management decision. 
(R.P. Grady) XCIV 309, 1980. 

Cross-connection problems and answers. (Panel 
discussion by S.F. Gordon, G.J. Coogan, W.T. 


Whitman, R.S. Woodhull and D.C. Hoxie) 
179, 1978. 
Report on the contamination of potable water in a 
distribution system. (F.J. Jodaitis, R.J. Young, 
and M.-C’Geen) XCIII 13, 1979. 
Sampling techniques in the distribution system. 
(A.R. Castorina) XCII 329, 1978. 
Water conservation techniques and experiences. 
(P.J. Sullivan, Jr.) XCIV 52, 1980. 
DIVERSION. See LEGAL. 
DROUGHTS. See HYDROLOGY. 
DYSENTERY. See HEALTH. 
ELECTROLYSIS. See CORROSION. 
ELEVATED TANKS. See TANKS. 
EMERGENCY SUPPLY. See MISCELLANEOUS 
and DESCRIPTION. 
EPIDEMICS. See HEALTH. 
EQUIPMENT 

Digital control for water supply management. (J.R. 
Daneher) LXXXX 10, 1976. 

Service maintenance contracts for waterworks sys- 
tems. (Panei discussion by C.J. Cheslowsky, 
G.A. Richardson, R.T. Koopman, K. Cail and 
D.L. Maher) LXXXIX 161, 1975. 

The application of industrial gas turbines for emer- 
gency power in new and existing water treat- 
ment plants. (C.D. Druss) LXXXVI 262, 1972. 

The horizontal conduit drill as an alternative ap- 
proach to residential service installation. (J.P. 
Nixon) XCI 119, 1977. 

Water level measurement methods. (R.H. Babcock) 
LXXXV 1, 1971. 

FEDERAL AGENCIES 

Committee reports on Federal Activities: LXXXV 
71, 1971; LXXXVI 69, 1972; LXXXVI 401, 
1972; LXXXIX 63, 1975; LXXXX 58, 1976; 
XCI 54, 1977; XCII 83, 1978; XCIII 45, 1979; 
XCIV 74, 1980. 

Farmers Home Administration Financing for rural 
water systems. (R.H. Mansfield) LXXXIX 1, 
1975. 

Highlights in implementing the Safe Drinking Water 
Act in New England. (W.R. Adams, Jr.) XCII 
218, 1979. 

OSHA and its effect on waterworks construction. 
(R.T. Koopman) LXXXX 93, 1976. 

Programs and plans of the Division of Water Hy- 
giene of the Environmental Protection Agency 
for training waterworks operators in New Eng- 
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the control of organic chemical contaminants in 
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cock, D. Laredo and P.R. Brown) XCIV 255, 
1980. 

A utility attorney looks at the consumer issue in rate 
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LXXXX 46, 1976; XCII 74, 1978; XCIII 36, 
1979. 

Diversion of flood flows from the Connecticut River 
and the effect on ground water supplies. (O.C. 
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LXXXV 1, 1971. 

GROUNDING. See CORROSION. 
HEALTH, HYGIENE, EPIDEMIOLOGY. See 
QUALITY, CHEMICALS. 

Alternative methods for controlling the corrosion of 
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Witherell and L.M. Herbert) XCI 102, 1977. 
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Grodsky) LXXXVI 292, 1972. 

Municipal liability. (Panel discussion by D. 
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